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We present a (random) mechanical model consisting of two lottery-like reservoirs at altitude Eh 
and El < Eh, respectively, in the earth's gravitational field. Both reservoirs consist of possible 
ball locations. The upper reservoir contains initially Uh < N weight- 1 balls and the lower reservoir 
contains initially ni < N weight-1 balls. Empty locations are treated as weight-0 balls. These 
reservoirs are being shaken up so that all possible ball configurations are equally likely to occur. A 
cycle consists of exchanging a ball randomly picked from the higher reservoir and a ball randomly 
picked from the lower reservoir, ft is straightforward to show that the efficiency, defined as the ratio 
of the average work produced to the average energy lost by the higher reservoir is r; = f — Ei/Eh- 
We then relate this system to a heat engine. This thermal interpretation is applicable only when the 
number of balls is large. We define the entropy as the logarithm of the number of ball configurations 
in a reservoir, namely Sin) = ln[A'^!/n!(A — n)!], with subscripts h,l appended to S and to n. 
When ni does not differ much from rih , the system efficiency quoted above is found to coincide with 
the maximum efficiency r] = 1 — Ti/Th, where the T are absolute temperatures defined from the 
above expression of S. Fluctuations are evaluated in Appendix A, and the history of the Carnot 
discovery (1824) is recalled in Appendix B. Only elementary physical and mathematical concepts 
are employed. 



I. INTRODUCTION 

The purpose of this paper is to give newcomers to the field of Thermodynamics a feel for the concepts involved in a 
simple manner. The paper is self-contained and employs only elementary mathematics. The results are derived for a 
particular urn (or bag, or reservoir) model, related to the one introduced in 1907 by P. Ehrenfest.P, 0, Q Our model 
consists of two reservoirs with N possible ball locations each, containing respectively ni and rih weight-1 balls. This 
model is directly applicable to Otto heat engines (in which the working agent parameter stays fixed when in contact 
with either bath) employing as a working agent two-level atoms. (For an exhaustive discussion concerning quantum 
heat engines see Quan.Q) Obviously, classical heat engines may of course be considered as special cases of quantum 
heat engines. 

In section |TT] we describe in more detail our model, and evaluate the average work produced, the average energy 
lost by the upper reservoir, and the efficiency. The general properties of heat engines are recalled in Section [Till The 
relationship between our urn model and the properties of heat engines is discussed in Section IIVI The reservoirs 
; ^ ■ absolute temperatures Ti,Th, respectively, are defined in the limit of large ball numbers. When n/ « rih the system 
] efficiency and the average work obtained in Section |TT] tend to coincide with the expression for the efficiency and 
average work given by Carnot for an ideal heat engine. The fluctuations of the work produced are evaluated in 
Appendix A. A discussion of the history of the Carnot discovery is in Appendix B. 

It is well-known that heat exchange between two contacted bodies may be described by an urn model (see Section 
imp . The present model employing two urns at different altitudes, and the comparison that we make with heat engines, 
has not, to our knowledge, been presented before. 

It seems to us that mathematically-minded students would better understand the entropy concept from the present 
model than from classical Thermodynamics, because empirical results (such as the irreversibility of thermal contacts) 
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are not needed in our discussion. For other students, temperature is a primary intuitive concept, and they may prefer 
an introduction based on gas-filled cylinders of variable length instead. 

II. EXCHANGE OF BALLS BETWEEN TWO RESERVOIRS 

We consider a system consisting of two reservoirs at altitudes Ei and Ef^ > Ei respectively, with respect to some 
lower reference level, in the earth's gravitational field. There are N possible ball locations in each reservoir that 
we label: l,2...iV, as shown in Fig. [TJ A single ball is allowed in any given location. The lower reservoir contains 
ni < N weight-1 balls and the higher reservoir contains rih < N weight-1 balls. By "weight-1 ball," we mean an 
object with a weight of 1 N, that is, with a mass of approximately 0.1 kg. In order to lift such an object by 1 m 
in the earth's gravitational field an energy of 1 J is required. Conversely, such an object delivers an energy of 1 J 
whenever its altitude gets lowered by 1 m. These energies may be removed or added to some external device with the 
help, for example, of cords and pulleys, or electrical motors (or generators). We leave the nature of these mechanisms 
unspecified in the discussion that follows. Note, however, that a particularly interesting mechanism is the action of 
resonant optical fields on two-level atoms. They may convert upper-state atoms into lower-state atoms and conversely, 
thereby receiving or delivering energy. 

In Figure [T] we have = 5, n; = 1 and rih = 2. In the higher reservoir there are 10 distinguishable ball 
configurations and in the lower reservoir there are 5 distinguishable configurations (the general formula for the number 
of configurations will be given later on). Considering the two reservoirs together there are therefore 5 x 10=50 
distinguishable configurations. These 50 configurations correspond to the same energy. If one assumes that the 
reservoirs are being shaken up frequently (at least more frequently than the occurrence of a ball-exchange event), all 
possible ball configurations are equally likely to occur. 

We consider ball displacements from the lower and higher reservoirs at a single location, say the left-most location, 
labeled 1 . One may draw all the possible configurations and evaluate by inspection quantities of interest such as the 
average work produced by the system. For example, if = 3, ni — \, Ufi — 2, the nine distinguishable configurations 
are 

o** so* aao o«« ao* » » o o** ao* aao 

•oo #00 •oo o»o o»o o»o oo» oo» oo» 

-1 1 1 1 1 

The number below each configuration is the energy produced over a cycle, setting for brevity E = Eh — Ei = 1. 
Indeed, restricting our attention to the first location, labeled 1, and, for example, the first configuration shown above, 
we note that there is an empty location in the higher reservoir and a ball in the lower reservoir. In that case, a cycle 
consists of transferring the lower-reservoir ball into the higher empty location. The system then delivers an energy 
equal to —1, that is, absorbs an energy equal to 1. From the above numbers, we calculate that the average energy 
produced, called "average work," is (W) = (-1 + + + + 1 + 1 + + 1 + l)/9 = 1/3. This pedestrian method also 
provides the variance of the work produced. 

We now turn to an equivalent but more convenient picture (see the abstract), involving the probability of picking 
up a ball from a reservoir. It is then convenient to suppose that empty locations are occupied by weight-0 balls. Such 
balls, of course, do not carry any energy when displaced. A cycle consists of exchanging two balls (of weight or 1), 
one randomly picked from the lower reservoir, and one randomly picked from the higher reservoir. The probability 
of picking a weight-1 ball from the lower reservoir is / = ni/N and the probability of picking up a weight-1 ball from 
the higher reservoir is h = rih/N . As we discuss below, the average energy produced is {W) ^ h — I. In the above 
example (namely A^ = 3, ni — 1, rih — 2), I = 1/3, h = 2/3, we obtain (W) — 2/3 — 1/3 = 1/3, which coincides with 
the previous result. The equivalence between the two methods is general. 

The total (potential) energy of a reservoir at altitude E (with respect to some arbitrarily selected level) containing n 
weight-1 balls is obviously Q = nE (kinetic energy being not considered, the total energy coincides with the potential 
energy). The letter Q is employed anticipating a correspondence with heat. When a weight-1 ball is added to a 
reservoir at altitude E the reservoir energy is incremented by E. On the other hand, if a ball is randomly picked up 
from the A^ locations of a reservoir containing n weight-1 balls, the probability that this ball has weight 1 is clearly 
n/N. Accordingly, if the picked up ball is subsequently carried to a reservoir at altitude E, the latter reservoir average 
energy is incremented by AQ — E n/N. The word "average" will henceforth be omitted in the main text since only 
average values are considered. 

Consider now two such reservoirs. One at altitude Ei (lower reservoir) and containing ni weight-1 balls. The other 
at altitude Eh (higher reservoir) containing Uh weight-1 balls. A cycle consists of exchanging two randomly-picked 
balls between the two reservoirs. From what has just been said and setting I = ni/N, h = Uh/N , the energies added 
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FIG. 1: Schematic representation of an engine that converts potential energy into work. The figure represents two lottery- 
hke reservoirs located at altitudes, Ei and Eh > Ei, respectively, with A'^ possible ball locations labeled 1,2,3...A'^ (A'^ = 5 
in the figure). The number of weight- 1 balls (black circles) is n; in the lower reservoir, and in the higher reservoir (with 
rij = f , Uh = 2 in the figure). Open circles may be viewed as weight-zero balls. For each reservoir, every ball configuration is 
equally likely to occur considering that the energies are the same. The complete figure should therefore consist of 5 x fO = 50 
similar figures exhibiting all the possible system configurations. Balls may be transferred from one reservoir to the other in 
location 1 only. If there is a ball in the upper reservoir at that location and none in the lower one (as is the case in the figure) , 
the ball gets transferred from the upper reservoir to the lower one, thereby delivering energy. Conversely, if there is a ball 
in the lower reservoir and none in the upper one the ball gets transferred from the lower reservoir to the upper one, thereby 
absorbing energy. In some limits, the efficiency is the same as for a Carnot cycle. 



to the lower and higher reservoirs read respectively 

AQi^Ei{h-l), AQh = -Eh{h-l). (1) 

The work performed follows from the law of conservation of energy 

W = -AQi- AQh^{Eh-Ei){h~l). (2) 

The engine efficiency, defined as the ratio of the work performed W and the energy — AQ/j lost by the higher reservoir, 
is therefore 

W El 

In the next section we recall well-known properties of heat engines. In the subsequent section, we show that when 
h w I the efficiency given in Eq. ([3]) coincides with the Carnot efficiency and the work given in Eq. ([2]) coincides with 
the expression given by Carnot. 

Note that after a cycle the number of weight- 1 ball in a reservoir may be incremented by -1, or 1. The next 
cycle operates therefore with different values of the I, h parameters. We will not consider the evolution of the work 
produced cycle after cycle. Indeed we are interested in a comparison with heat engines operating between two baths 
whose heat capacity is so large that their temperatures do not vary significantly. Likewise, in the present reservoir 
model, one may suppose that the number of balls in each reservoir is so large that their change after any number of 
cycles is insignificant. 



III. HEAT ENGINES 



The purpose of the present section is to recall some well-known facts about heat and heat engines (for a detailed 
discussion see for example Ref . . 

It is empirically known that when two bodies at different temperatures are contacted, they eventually reach the 
same temperature. This observation can be verified using only the intuitive concept of temperature. Classically, this 
fact may be interpreted by supposing that some heat (energy) is flowing from the high-temperature body into the 
low-temperature body, but that the converse never occurs. A similar observation can be made with two urns (see the 
figure with Ei — Eh). Suppose that the urns contain N balls each that have either weight- 1 (black) or weight-0 (white). 
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If randomly picked balls are repeatedly exchanged between the two urns, eventually the ratios of black and white balls 
become nearly the same in both urns, irrespectively of the initial conditions. For the analogy with the phenomenon 
of thermal contact to hold, one must define the temperature of an urn as a monotonically increasing function of the 
ratio of black to white balls [for an exact expression, see Eq. ^ with E > and n — nuack, N — n = n^hite]- 

It is also an empirical fact that when the energy originating, for example, from a dropping weight is dissipated 
into a body the body heats up. According to the law of conservation of energy, one thus presumes that a hot body 
contains an energy called "heat." The fact that this heat cannot be converted back into usable energy is one form 
of the second-law of Thermodynamics. In order to get usable energy from heat one needs two bodies at different 
temperatures, one of them being called the high-temperature bath and the other the low-temperature bath. If the 
low-temperature bath is at zero absolute temperature, all the heat may in principle be converted back into usable 
energy, but this is not the case in general. Heat is usually pictured as the average kinetic energy of randomly moving 
atoms, according to Bernoulli and Maxwell pictures. For example, the average kinetic energy of an helium atom in 
a gas is 3T/2 in appropriate units, where T denotes the gas absolute temperature. We will not discuss further this 
conventional model because in the present paper we instead represent heat by a random potential energy. Consider 
for example the first location of the higher reservoir in Fig. [TJ For the configuration shown in that figure the energy 
is equal to Eh since a weight- 1 ball at altitude Eh is present. But for other configurations (not shown in the figure), 
the energy may be zero. On the average, the higher reservoir energy is easily found to be {2/5)Eh. 

Let us now recall how, concretely, usable energy may be retrieved from two baths at different temperatures. What 
one needs is a "working agent," which may be any piece of material whose properties can be changed by varying a 
parameter. An example is an helium-filled cylinder with a piston, of length e, where e is the parameter. Another 
example (more relevant to this paper discussion) is a collection of two-level atoms. We suppose that the separation 
in energy e of the two levels may be varied through, e.g., the application of an electrical field. It is the external agent 
that causes the parameter e to vary that collects, or delivers, the energy. A typical closed cycle consists of putting the 
working agent with parameter ei in contact with the low-temperature bath, and slowly varying this parameter to £2- 
The working agent is then carried from the low-temperature bath to the high-temperature bath while the parameter 
is slowly changed to e^. The parameter is then changed to €4. The working agent is finally carried back to the low 
temperature bath while the parameter recovers its initial ei-value. A closed cycle is thus defined by the nature of the 
working agent and four parameter values. If the parameter e does not vary at all, obviously no energy is delivered or 
received. The cycle then simply transfers heat from the high-temperature bath to the low-temperature bath, and is 
analogous to a thermal contact. 

A more interesting situation is the Otto cycle that describes an idealized form of the gasoline engine (discovered 
by Beau de Rochas in 1862 and Otto in 1876). In that case €2 = £1 and €4 = €3, meaning that the parameter does 
not vary when the working agent is in contact with either bath. The parameter varies only during the adiabatic 
transitions from one bath to the other. This cycle may deliver work or receive work (heat pump) for appropriate 
choices of the parameters. Usually it does not achieve the maximum (Carnot) efficiency. It does so approximately, 
however, when £4 « 62. For the exact description of Carnot heat engines, see the generalization of the ball model in 



In the celebrated Carnot cycle the parameters are so chosen that the temperature of the working agent is nearly the 
same as the bath temperature when contacted with it. Then the efficiency is — 1 ~ Ti/Th, and the work produced 
is W = {Th — Ti)S, where S denotes the entropy transferred from the high-temperature bath to the low-temperature 
bath. These concepts will be made clearer in the next section. 

To summarize, whenever we have at our disposal two baths at different temperatures, one may always find a heat 
engine that delivers energy. But many kind of cycles fail to deliver energy even though Th> Ti. As a matter of fact 
they may instead absorb energy and act as heat pumps. As we shall see, our potential-energy model is fully consistent 
with the above well-known considerations. 



We consider again reservoirs containing N locations and n weight-1 balls and N ~ n weight-0 balls. To relate this 
device to heat engines, let us first recall that the number of ball configurations in a reservoir is N\/n\{N — n)\. For 
example, if iV = 3 and n = 1, there are 3!/(l!2!)=3 configurations, namely (• o o), (o • o) and (o o •). Next, we define 
the entropy as the logarithm of the number of configurations, the Boltzmann constant being set equal to unity, that 
is, for a reservoir. 
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IV. ENTROPY AND TEMPERATURE 
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Note that 



iV' \ / TV' 

S{n + 1) - S{n) = In I — — -j - In ^7— - 

^ ^ * (n + l)!(iV - n - 1)!/ \n\{N - 



for large n. 

The absolute temperature of a reservoir is then defined as 



Q{n+1)-Q{n) E_ 

Sin +1)- Sin) ln(f -1)- 



Temperature is an intensive quantity. For example, the temperature of two identical bodies at temperature T, 
considered together, is again T. Because heat has the nature of an energy and is an extensive quantity, it is required 
that S be also an extensive quantity. Since the number of configurations in two separate bodies is the product of 
the configurations (for each configuration of one body one must consider all the configurations of the other body) 
and the logarithmic function has the property that ln(a6) = ln(a) + ln(6), the above definitions do ensure that T be 
an intensive quantity. Note that we have chosen a temperature unit such that the Boltzmann constant fcs be unity. 
By doing so the distinction between extensive and intensive quantities drops out of sight. For example, the energy 
of a single- mode oscillator E = ksT reads in our notation E = T. However, the distinction may be restored, while 
keeping ks — 1, by writing E = Tx the number of modes. The number of modes depends on volume, while T does 
not. Note that the temperature is positive if n < N/2. 

The cycle efficiency given in Eq. ([3]) may now be written in terms of temperatures as 

El Ti ln(i - 1) 

77 = 1 - = l '-. 7) 

' Eh n ln(i - 1) ^ ' 

Thus, when I k, h, the last fraction in the above equation drops out and the Carnot efficiency is indeed obtained. In 
the limit I « h the work W produced per cycle is very small. However, one may always add up the work contributions 
of any number of similar devices having the same reservoir temperatures (but possibly different values of i?, n), and 
achieve any specified work at the Carnot efficiency. 

The ball exchange discussed above may increment the reservoir entropies. The number of weight-1 balls in a 
reservoir may indeed be incremented by one, remain the same, or be decremented by one. From what was said before, 
the probability that a weight-1 ball be transferred from the high reservoir to the lower one is h = nh/N, and the 
probability that a weight-1 ball be transferred from the low reservoir to the higher one is I = ni/N. Since these events 
are independent, the lower reservoir entropy increment reads 

ASi = hil - l)[Sini + 1)- Sini)] + ?(1 - h)[Sini - 1) - Sim)]. (8) 

Using Eq. ^ we obtain 

ASi^{h-l)\n(^j-iy (9) 

The increment of the higher reservoir entropy is obtained by exchanging the h and I labels in the above expression, 
that is 

ASh^-ih-l)\n(J--iy (10) 

We thus find that, in the limit ni/N « nh/N (or I h), ASi « —ASh so that there is no net entropy produced. 
Entropy is just carried from the higher reservoir to the lower one. The Carnot expression for the work recalled in 
Section ITTll mav thus be written as 

^iEh-Ei)ih-l), (11) 
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so that the Carnot general formula for W indeed coincides with the expression for the work performed per cycle 
evaluated for our model from simple reasoning. More precisely, the ratio of the total entropy produced AS*; + ASh to 
the work produced W tends to zero as ft- ^ Z, see Eq. (jA4p . 

The final expression tells us that the engine, according to our model, delivers work only if the terms Eh — Ei and 
h~l are both positive or both negative. But since Eh > Ei by convention, this implies that wc must have h > I. Going 
back to the expression of the temperature in Eq. ([6]), and remembering that the ln(.) function is a monotonically 
increasing function of its argument, we find that work may be produced only if Th > Ti. Whenever > Ti there 
exist heat engines that may deliver work. But this is not so for every heat engine. In particular, one may consider the 
properties of an Otto heat engine that stops delivering work (and turns into a heat pump) when a condition similar 
to our / = h condition holds, even though Th > Ti. 

Conventional heat engines operate with two large baths, or reservoirs, one hot and one cold. Because these baths 
are not infinite in size, cycle after cycle, the hot bath cools down and the cold bath warms up. Eventually no work 
is being produced. The same situation occurs in our model. After a very large number of cycles the values of h and 
the value of I tend to coincide and no work is being produced any more. Because the reservoir temperatures do not 
equalize, however, one may say that the system has then reached a state of equilibrium, but not a state of thermal 
equilibrium. This is not a peculiarity of our model, but a general property of some heat engines. 

V. CONCLUSION 

We have seen that heat engines may be equivalent to random mechanical engines of a special kind. Precisely, 
the model consists of two reservoirs having N locations, with n/, nt weight-1 balls, at different altitudes. The only 
concepts involved in the present paper are those of potential energy and of uniform probability. We have shown that 
the efficiency and work in our model coincide with the Carnot expressions in the limit where ri/ « n/j. Full Carnot 
cycles may be generated out of this elementary configuration. 

APPENDIX A: FLUCTUATIONS 

Some readers may not be particularly interested in the fluctuations of the quantities of major interest considered 
in the main text, namely the work produced and the high-temperature reservoir heat loss. However, fluctuations 
are important in some applications. We show in this appendix that the variance of these quantities can be readily 
obtained from the ball model. 

Recall that in our model a cycle consists of exchanging simultaneously a ball from the higher reservoir (at altitude 
Eh and containing Uh weight-1 balls and N — Uh weight-0 balls) and a ball from the lower reservoir (at altitude Ei and 
containing n/ weight-1 balls and N — ni weight-0 balls). The probability that a weight-1 ball be picked up from the 
higher reservoir is h = Uh/N . The probability that a weight-1 ball be picked up from the lower reservoir is I = ni/N. 
The two events are independent. 

Setting E = Eh — El, we have seen in the main text that the average work produced per cycle is (W) — E{h — I). 
We now evaluate (VF^). The probability that a weight-1 ball falls and none is raised is h{l — I). If this event occurs, 
the work performed squared is equal to E"^. Conversely, the probability that a weight-1 ball is raised and none falls is 
1{1 — h). If this event occurs, the work performed squared is again equal to E^. Because the two other cases produce 
no work, it follows that (W^) = E'^[h{l ~ I) + 1{1 — h)]. Therefore, the variance of the work produced reads 

var(I^) = {W'^) - {Wf 

= E'^[h{l -l) + 1{1 -h)-{h- If] = E'^[h{l - h) + ;(i - 0]. (Al) 

In the limit h ~ I considered in the main text, we have 

Y&i{W) k2E'^1{1~1). (A2) 

Let us now consider the total entropy produced AS" = AS"/ -I- ASh- When a weight-1 ball is being transferred 

from the high reservoir to the lower one and none from the low reservoir to the higher one, an event that occurs 

with probability h[l — I), the increment of Si is, according to Eq. ([5]), AS{ni -I- 1) — AS{ni) — ln(j — 1), and the 

1 -—1 
increment of Sh is AS{nh — 1) — AS{nh) — ~ln(-^ — 1). It follows that the increment in total entropy is ln(T— j-) 

with probability h{l — /). When a ball is being transferred from the low reservoir to the higher one and none from 
the high reservoir to the lower one, an event that occurs with probability /(I — h), the increment of Si is, according 
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to P, AS{ni - 1) - AS{ni) = - ln{\ - 1), and the increment of Sh is AS{nh + 1) - AS{nh) = ln(i - 1). It follows 

--1 

that the increment in total entropy is ln( i_ ) with probability 1{1 — h). 
The average increment in total entropy is therefore 



(AS*) = h{l-l)ln 



{h-l)lii 



i-1 



1 



+ 1(1 - h) In 



^ 0. 



(A3) 



As was said in the main text, when h ^ I, AS ~ and the system tends to be reversible and to achieve the highest 
efficiency. Note that the entropy increment is non-negative for both a heat engine {h > I) and a heat pump {I > h). 
More precisely, noting that to first order va 6 = h — I we have ln[(l/Z — l)/{l/h — 1)] « 5/[l{\ — I)], and thus 



{AS) 



i{i-iy 



(A4) 



The whole model presented makes sense because the generated entropy is proportional to 5"^ while the work produced 
is proportional to 5, so that, for small 5, near reversibility does not imply vanishing work. 

Finally, we evaluate the variance of the total entropy increment. From the above expressions, it follows that 



{{ASf) = h{l-l) 



In 



{h + l-2lh) 



In 



T-1 



+ l{l-K) 

2 



In 



(A5) 



and the variance reads 



r(A^) ^ {{ASf) - {ASf 

= {h + l-2lh-{h-lf) 



In 



= [{h{l-h)+l{l-l)] 



In 



(A6) 



which vanishes, as well as the average entropy produced, when h I. To first order in (5 = /i — we have 

var(AS') « 2 (AS") , (A7) 

a remarkably simple result. This result has been presented before in Ref. 0just after Eq. (18), and also in previous 
works. This agreement shows that the properties of our model are, at least up to a point, generic, that is, generally 
applicable to heat engines. 



APPENDIX B: BRIEF HISTORY OF THE CARNOT DISCOVERY 



The motivation for introducing the present account of Carnot discoveries is that, in spite of the efforts of a number 
of motivated scientists (see below), they remain insufficiently appreciated. 

The Carnot theory, which appeared in a book in 1824 and in unpublished notes, established both the first and the 
second laws of Thermodynamics. This fact has been pointed out by a number of authors who took the trouble of 
looking carefully at what Carnot actually said, clarifying the terminology employed, up-dating the system of units, 
and correcting minor errors in the experimental data. One of these authors is the Nobel-prize winner A. Kastler.f^ 
We translate from Kastler paper: "Had Sadi Carnot lived longer [...] he would be considered today not only as the 
author of the Carnot principle (called by Clausius second principle of Thermodynamics) but also as the author of the 
first principle of that science." Another author is the russian scientist V.M. Brodiansky. At the end of his book, 
p. 228 and 229, the author lists ten major achievements of Carnot. The first reads "Carnot is the first to formulate 
the second principle of thermodynamics" and the eighth says "He was among the firsts to formulate strictly the law 
of equivalence between heat and work, and the first to calculate with sufficient accuracy its numerical value." 
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One reason for the current misunderstanding is that part of the Carnot contribution appeared in print only decades 
after his early death. A second one is that his work was popularized by Clapeyron in a partly erroneous manner. 
A third one is the unfortunate use by Carnot of the word "calorique" to designate what Clausius later on called 
"entropy." The word "calorique" had been formerly employed by Lavoisier to designate some hypothetical heat 
substance. Clausius and Lord Kelvin, though highly appreciative of the Carnot work, missed part of his contribution 
because the notes mentioned above were not available to them. Let us cite also the paper by La Mer who expressed 
himself forth-fuUy as follows: "Unless the view-point that the Carnot theory is accurate is adopted, one is placed 
in the position of maintaining that Carnot succeeded in demonstrating some of the most fundamental and profound 
principles of physical science by the most masterly display of scientific double-talk that has ever been perpetrated 
upon the scientific world. This view is untenable. [iQ]" Much clarification is due to Hover, plj The historian of science 
R. Fox says: "Until recently there were very few studies concerning [the physics of Carnot reflexions]. Thanks to the 
work of Hoyer, we now have papers on the logical implications of the Carnot theory, and its analogy with modern 
thermodynamics [...]. It is not at all obvious to understand how Carnot [discovered the mechanical equivalent of heat]. 
Hoyer examined this question in two important papers. His articles provide complete references to earlier attempts 
[...]. He explains the exactness of Carnot calculation (which is even more striking if one uses modern values for the 
specific heats) by noticing that the Carnot theory is entirely accurate." 

As far as the first law of thermodynamics is concerned, let us quote Carnot: [12] "Heat is nothing but motive power, 
or rather another form of motion. Wherever motive power is destroyed, heat is generated in precise proportion to 
the quantity of motive power destroyed; conversely, wherever heat is destroyed, motive power is generated." Carnot 
calculated that 1 calorie of heat is equivalent to 3.27 J, instead of the modern value: 4.18 J. 

As far as the second law is concerned, the key fact is that engine efficiencies reach their maximum value when they 
are reversible. Carnot reached this conclusion from the consideration that energy cannot be obtained for free. He 
therefore looked for heat processes that could work in a reversed manner, ending up with the celebrated "Carnot 
cycle." Slow processes are reversible, with the exception of thermal contacts. Because there is some confusion in the 
literature concerning the significance of the Carnot contribution with respect to the second law of Thermodynamics, 
let us quote Zemansky and Dittman:[5'] "Carnot used chaleur when referring to heat in general, but when referring 
to the motive power of fire that is brought about when heat enters an engine at high temperature and leaves at low 
temperature, he uses the expression chute de calorique^ never chute de chaleur [...]. Carnot had in the back of his 
mind the concept of entropy, for which he reserved the term calorique." 
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